From: 


Barry Cadden </0=FIRST ORGANIZ ATION/OU =EXCH AN GE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=BCADDEN> 

Sent: Tuesday, September 25, 2012 1 1:54 PM 

To: Robert Ronzio <rroiizio@mediealsalesmgmtxom> 

Subject: Re: Foreign object in solution after drawing up DepoMedrol 


Oh no 

Sent from my iPhone 

On Sep 25, 2012, at 9:18 PM, "Robert Ronzio" <rronzio@medicalsalesmgmt.com> wrote: 


Sent via DroidXl on Verizon Wireless ™ 


— Original message 

From: Zachary Pratico < zpratico@medicalsalesmgmt.com > 

To: Robert Ronzio <rronzio@medicalsalesmgmt.com> 

Sent: Tue, Sep 25, 2012 21:07:13 GMT+OO: 00 

Subject: Fwd: Foreign object in solution after drawing up DepoMedrol 


Call me when u get a chance 

Sent from my HTC smartphone on the Now Network from Sprint! 
Forwarded message 

From: "Mary Kauffmann-Kennel" <ni k en n e 1 F/]o sm c : com> 

To: "Zachary Pratico" <zpraticp@medicals 

Subject: Foreign object in solution after drawing up DepoMedrol 

Date: Tue, Sep 25, 2012 5:03 pm 


Zach, 

Thanks for speaking with me about our concern with the gray colored foreign object noted after drawing up 
the DepoMedrol 80 mg/mL (Lot# 08102012 @ 51 Discard date 2/6/2013). 

This has occurred twice today, once yesterday, and once last week (two different physicians). Each time, the 
DepoMedrol had been mixed with Lidocaine 1% (drawn from an ampule) and connected to an extension 
tubing. The foreign object was noted prior to injection into the pt and while priming the tubing. It appeared 
sliver shape and very tiny. 

I realize there are some other variables here, but the color matches the stopper of the DepoMedrol. We have 
never had this happen before in the years we have used your product, so I wanted to consult with you and 
inquire whether there have been any other complaints, or whether there has been a change in the type of 
stopper used. 

I did not save any of the particles, but will do so in the future if it happens, and let you know. 

I pulled three DepoMedrol vials and withdrew the medicine to see if I could recreate it, but I did not. 

We also use Celestone Soluspan and Omnipaque from you and have not had this happen (that we know of). 

Thanks 

Mary 

Mary Kauffmann-Kennel, RN 
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Pain Procedure Coordinator 
OSMC 

2310 California Road Elkhart IN 46514 
phone 574-264-0791 
fax 574-266-9409 
mkennel@osmc,com 


Confidentiality Notice: The information contained in this transmission may have confidential information that 
is legally privileged. This information is intended only for the use of the individual/entity named above. The 
authorized recipient is prohibited from disclosing this information to any other party unless required to do so 
by law or regulation and is required to destroy the information after its stated need has been fulfilled. If you 
are not the intended recipient, you are hereby notified that any disclosure, copying, distribution, or action 
taken in reliance on the contents of this transmission is strictly prohibited. If you have received this 
information in error, please notify the sender and immediately delete this transmission. 
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